Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/29/2010 6:58:35 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: Pocsik Mark [mpocsik@facil.umass.edu]; David Cobb [dacobb@facil.umass.edu] 

Subject: DPH cores 

Jim, 

Mark just told me our lock shop cannot make cores to match your existing one. So our lock shop will be 
providing all new cores and delivering the keys to you tomorrow. It should all be happening in the 
AM. Thanks for working on this Dave. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(c) ^m 

(F) 413-545-3684 
slobik@facil.umass.edu 
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